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MEMORANDUM FOR: Chief, Contracts Staff, DPD 

SUBJECT : Contract HF-8143 

Westinghouse Electric Corporation 


.REFERENCE 


DPD- 5167-61 dated 18 August 1961 


1. Final payment has Been made to Westinghouse Electric 
Corporation under the subject contract. 

2. Funds were obligated in the amount of $59>476, with $4,000 
of this earmarked for transportation or contractor furnished re- 
placement parts. 

3 . There was a final total of $ 56 , 650.96 expended under the 
contract. Of this amount, $55,476.00 was paid for services per the 
contract requirements, and $1,174.96 paid for transportation 
charges. 


4. This memo is to be used as authority to liquidate $2,825-04 
($59 >476. 00 less $ 56 , 650 . 96 ) from the contract. Said amount will 
revert to the USAF working fund to be used on future commitments. 
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